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ORIGIN EA-09 

INFO OCT-01 ISO-00 AID-05 OPIC-06 EB-07 CIAE-00 INR-07 

NSAE-00 /035 R 

DRAFTED BY EA/EP:MHENDERSON:LRR 
APPROVED BY EA - LESTER E. EDMOND 

021492 

R051902Z AUG76 
FM SECSTATE WASHDC 
TO AMEMBASSY SINGAPORE 
AMEMBASSY MANILA 
AMEMBASSY JAKARTA 
AMEMBASSY BANGKOK 
AMEMBASSY KUALA LUMPUR 
INFO USDOC 

UNCLAS STATE 194311 

E.O 11652: N/A 
TAGS: ECON, ECRE 

SUBJECT: ASEAN DIESEL ENGINE PROJECT 

1 . WE HAVE BEEN UNDER THE BELIEF THAT ALL FIVE ASEAN 
REGIONAL PROJECTS WERE AT BEST IN THE TECHNICAL AND 
FINANCIAL FEASIBILITY STUDY STAGE. 

2. WE NOW HAVE INDICATIONS THAT AT LEAST THE DIESEL ENGINE 
PROJECT IN SINGAPORE MAY BE FURTHER ADVANCED THAN WE HAD 
ANTICIPATED. MORE THAN A DOZEN EIRMS ARE SAID TO HAVE 
SHOWN INTEREST EITHER IN EQUITY PARTICIPATION AND/OR CON- 
STRUCTION AND EQUIPMENT SUPPLY. WE WOULD LIKE TO ASSIST 
U.S. EIRMS WHO MAY BE INTERESTED IN BIDDING ON PROJECT 

AND WOULD APPRECIATE WHATEVER INEORMATION POSTS MAY HAVE 
CONCERNING IT. 

3. WE ARE ALSO INTERESTED IN OTHER FOUR ASEAN INDUSTRIAL 
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PROJECTS AND WOULD APPRECIATE BEING KEPT INFORMED OF THEIR 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PROGRAMS (PROJECTS), DIESEL ENGINES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE19431 1 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MHENDERSON:LRR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760302-1124 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760881 /aaaacsyp.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <09 DEC 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ASEAN DIESEL ENGINE PROJECT 

TAGS: ECON, ECRE, XC, SN, ASEAN 

To: SINGAPORE 

MANILA 

MULTIPLE 

Type: TE 
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